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with a weak solution of chloride of lime, 1:5,000. This will
render everything safe, sweet and salubrious.
Moulding, smelling cellars require sprinkling with some chloride
of lime which acts as a most efficient deodorizer.
Laundry. A wineglassful of stock hypochlorite to one wash
boiler of 10 gallons, is ample not only to secure the whiteness of
the linen but to cause thorough disinfection. Whenever linen
rots from the use of chloride of lime it is on account of excessive
or careless use.